BILL NO. S-71-07- /C? 


SPECIAL ORDINANCE NO. S- 7 / 

AN ORDINANCE approving Contract and Performance 
Bond of FOUNDATION AND BRIDGE CORP. for Contract 
No. 1495-3, Building Alterations for Modular 
Boiler Installation in connection with the 
improvement of City Light and Power Works. 


BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT WAYNE, 
INDIANA: 

SECTION 1. That the Contract and Performance Bond, 
approved June 11, 1971 between the City of Fort Wayne, by and 
through its Mayor and Board of Public Works, and FOUNDATION AND 
BRIDGE CORP., for Contract No. 1495-3, Building Alterations for 
Modular Boiler Installation, in connection with the improvement 
of City Light and Power Works, for a total cost of $63,77S.OO, 
is hereby in all things ratified, confirmed and approved. 

SECTION 2. This Ordinance shall be in full force and 
effect from and after its passage and approval by the Mayor. 
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Read the third time in full and on motion by 
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and duly adopted, placed on its passage. 
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Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, as 
(Z'^m'ng H Apprnpri fitinn ) Ordinance fRooolufe - ion) No> S P'J2 S'-'P'/ 


on the 7-7 


1-^ 


day of 


_ ^ ATTEETj^p^’.,^ (SEAL) 



19 7^ 
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Presented by me to the Mayor of the City of Fort Wayne, Indiana, on the 7-<r 


day 



, 19 'f( at the hour of (T. 3 d o'clock ff- .M.jE.S.T 



Approved and signed ^y me thiS:: ^^ <7? day of 
at the hour of o'clock ^ .M. ,E.S .Ti 


City Clerk 




Mayor 




S-71-07-10 


Bill No. 

REPORT OF THE COMMITTEE ON CITY UTILITIES 

We, your Conunittee on City Utilities to whom was referred an Ordinance 

approving Contract and Performance Bond of FOUNDATION AIID BRIDGE CORP. for Contract 

No. Building Alterations for Modular Roller Installation in connection 

with the improvement, of City T.ight and Power Works ^ 


have had said Ordinance under consideration and beg leave to report back to the Common 



DAT E 7/ — fUAD G BONAHOOM, CITY CLflJK 


